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Post Card 

IMPRIME AUX ETATS UNIS d’aMERIQUE 


Message May Be Written On This Side 


Address Only On This Side 


PLACE 

STAMP 

HERE 





Granville Street, Post Office, 

Royal Bank Building and Rogers Building, 
Vancouver, B . C., Canada 






























